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While in the market to inspect bulletins, I noted twenty-one 
poster units that were properly posted. All had current copy 
and were in good general condition. No illumination was 
checked during this trip. 
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Source: https://www.industrydocuments.ucsf.edu/docs/yjnn0004 



